TRINITY  EPISCOPAL  CHURCH  « 
St.  Augustine,  Florida 
On  October  28,  1821  the  Rev.  Andrew  Fowler  came  here  from 
South  Carolina  to  found  an  Episcopal  Parish.  The  corner-stone 
of  the  Church  wos  loid  June  23,  1825.  The  building  wos 
opened  for  worship  June  5,  1831,  enlarged  in  1890  and 
ogain  1902.  The  stained  gloss  window,  manufactured  by 
Mayer  and  Co.  in  Munich,  Germany  was  installed  in  1890 
Photographed  in  Natural  Color  by  Gene  Aiken 
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